THE  NATIONAL  SHRINE  OF  THE 
IMMACULATE  CONCEPTION 

Washington,  D.C. 
The  Chapel  of  Our  Mother  of  Perpetual  Help 
This  beautiful  chapel  with  its  Bronieo  marble  walls  is 
located  in  the  east  transept.  A  Vatican  Mosaic  repro- 
duction of  the  famous  painting  of  Our  Mother  of 
Perpetual  Help  highlights  the  delicate  altar  and  the 
reredos  of  Botticino  marble. 

A  startling  blue  mosaic  background  sets  off  the 
entire  chapel,  truly  one  of  the  most  impressive  shrines 
in  the  beautiful  Upper  Church.  Guided  tours  explain 
this  and  many  other  points  of  interest  in  the  National 
Shrine. 


(c)  National  Shrine  of  The  Immaculate 
Conception,  Washington,  D.C. 
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